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Message Text 

UNCLASSIFIED 

PAGE 01 GUATEM 05386 121658Z 
ACTION OES-09 

INFO OCT-01 ARA-15 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 DOE-15 H-02 INR-10 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-05 ICA-20 SP-02 
SS-15 STR-07 TRSE-00 ACDA-12 /143 W 

091310 132028Z/23 

R 121640Z SEP 78 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 1628 

UNCLAS GUATEMALA 5386 

E.O. 11652: N/A 
TAGS: ENRG, TECH, GT 

SUB J : COST OF ELECTRICITY PRODUCTION USING CONVENTIONAL 
ENERGY SOURCES 

REF: STATE 210477 

1 . EMBASSY POUCHING LOCAL ELECTRIC COMPANY RATES TO OES/NET. 

THESE RATES ARE NOW BEING INCREASED TOTAL OF 27 PERCENT IN 
THREE STEPS AT REQUEST OF WORLD BANK. LOCAL POWER IS 
TWO THIRDS OIL AND ONE THIRD HYDRO GENERATED. RATIO WHICH IS 
EXPECTED TO BE REVERSED BY 1982. THERE ARE TWO HYDROELECTRIC 
PROJECTS NOW UNDERWAY BEING FINANCED BY IDB AND WORLD BANK. 
THOSE ORGANIZATIONS HAVE EXTENSIVE COST DATA ON LOCAL POWER 
GENERATION AVAILABLE IN WASHINGTON. INFORMATION REQUESTED 
2A THROUGH E NOT READILY AVAILABLE HERE. 
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